
PLAN OF THE AQUEDUCTS 
AND THE WATER CHANNELWAYS 

(by Carl Lamb) 

...RIVELLESE AQUEOUCT (drinking water) 

— ANIENE AQUEOUCT (non-drinking water) 
flow rate of 1,200 liters per second 
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• .uo vi me cypresses 

- Fountain ol Diana ot Ephesus 

- Metae Sudantes 

• Fountain ol the Swans 

■ Fountain of the Eagles 

• Fountain ol Neptune 

• Fishponds 

Fountain ol Venus (in the vicinity 
of the Organ) 

Fountain ol the Organ 
Fountain of the Dragons 
Staircase of the Bolfori » 
Fountain ol the Owl 
Fountain of Proserpine 
Fountain ol Rome 
Hundred Fountains Pathway 
Fountain ol Tivoli (Oval) 

Grotto ol Venus 

Fountain ol the Bicchierone - 

Fountain of Pandora 

Grotto of Diana 

Grotto ol Esculaplus 

Fountain of Pegasus 

Fountain of Thetis 

Secret Garden 

Reservoir of the Rlvellese Aque- 
duct 
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